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It will be noticed that occupational poisonings are almost entirely 
absent from this table as a cause of disability, probably for the reasons 
that the duration of the disability caused thereby is short and that 
diagnoses are faulty. 

In the accompanying graph the rates are plotted for all diseases, 
(or all diseases exclusive of influenza, for diseases of the digestive 
system, for diseases of the ncvous system, and for general diseases 
exclusive of influenza. The curves reflect clearly the epidemic of in- 
fluenza occurring in the spring of 1920. The rise in the autumn, 
however, probably is representative of the normal prevalence of 
influenza at this season. One of the striking facts to be noted in this 
graph is the tendency for disability from all causes, after taking out 
influenza, and for illness due to diseases of the respiratory system, to 
be relatively high during the influenza epidemic. 

Acknowledgments are made to the executives and medical officers 
and to officers of sick-benefit associations of employees in the various 
industrial establishments cooperating with the Public Health Service 
in the reporting of morbidity incidence. 



THE STANDARD TREATMENT FOR MALARIA. 

By C. C. Bass, M. D., Tulaiie University Medical College; Chairman, subcommittee on naed cal research 
of the National Malaria Committee. 

The United States Public Health Service, the State boards of 
health, and other health agencies are taking advantage of the cure 
of malaria carriers as a factor in malaria control operations and are 
urging the physicians of the country to cooperate by treating all of 
their malaria cases so as to cure the infection as well as relieve the 
clinical symptoms. If all the physicians of the country would cure 
the infection in all the cases they treat, it would greatly reduce 
malaria prevalence and transmission. 

The Standard Quinine Treatment recommended by the National 
Malaria Committee and approved by the United States Public 
Health Service is a most effective and practical method of treatment 
for this purpose. It is as follows: 

"For the acute attack, 10 grains of quinine sulphate by mouth 
three times a day for a period of at least, three ;or four days, to be 
followed by 10 grains every night before retiring for a period of 
eight weeks. For infected persons not having acute symptoms at the 
time, only the eight weeks' treatment is required. 

"The proportionate doses for children are: Under 1 year, one half 
grain; 1 year, 1 grain; 2 years, 2 grains; 3 and 4 years, 3 grains; 
5, 6, and 7 years, 4 grains; 8, 9, and 10 years, 6 grains; 11, 12, 13, 
and 14 years, & grains; 15 years or older, 10 grains. 
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This Standard Quinine Treatment for malaria should be taken only 
upon the advice of a physician and under his direction. 

It is in the cure of the infection so as to prevent the person from 
remaining a carrier, a potential source of infection to others and likely 
to relapse himself, that these health agencies are especially interested. 
They therefore especially desire that the eight weeks' treatment 
should be carried out following relief of the acute symptoms in all 
cases of malaria. 

Many physicians throughout the country have adopted the Standard 
Treatment and advise all of their patients to take quinine for eight 
weeks following the relief of the acute attack to get rid of the infec- 
tion. One of the obstacles met with by those who are doing this 
has been the high price their patients have had to pay for the neces- 
sary quinine for the eight weeks' treatment. 

To aid physicians who will cooperate with the efforts of the health 
agencies, by giving their -malaria cases the Standard Treatment to 
cure their infection, arrangements have been made with, a large 
manufacturer and dealer in quinine and quinine goods, to put up and 
supply for sale through the usual trade channels the eight weeks 
treatment part of the Standard Quinine Treatment for malaria 
It is put up in packages containing the necessary amount for the 
full eight weeks' treatment, labeled with an approved label stating 
clearly the contents of the package, the age of the person for whom it 
is intended, and the retail price. 

The quinine is put up in the form of one hundred and twelve 
3-, 4-, or 5-grain capsules for the 6-, 8-, or 10-grain doses. For per- 
sons under 8 years of age it is prepared in aromatic sirup of yerba 
santa, each teaspoohful containing the desired dose according to the 
doses recommended in the Standard Treatment for different ages. 

The retail prices for the different sizes are considerably lower than 
the present retail prices for quinine in this form. Jobbers will 
allow retail merchants or physicians a discount of 20 per cent, which 
allows 25 per cent profit to the retailer. 

A standard order blank has been prepared which will facilitate, 
but is not necessary in, the placing of orders. These order blanks 
may be obtained, upon request, from the United States Public Health 
Service, Courthouse Building; Memphis, Tenn., or from the State 
boards of health of any of the southern States. 

Physicians, drug stores, other stores, or health agencies should send 
orders to their regular wholesale drug jobbers, to be handled in the 
same way as other orders are handled. 

To aid the physicians of the country, many of whom will wish to 
cooperate in the general campaign against malaria, and to take ad- 
vantage of this arrangement whereby the Standard Treatment is 
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supplied at reasonable price, it is recommended that the State boards 
of health send a copy or a reprint of this communication, with order 
blanks, to the physicians of States where malaria prevails. 



A PORTABLE CYANIDE GAS GENERATOR FOR FUMIGATING 
SMALL COMPARTMENTS. 

By C. M. Fauntkeroy, Surgeon, United States Public Health Service. 

The apparatus here described is designed to boused for the fumiga- 
tion of small compartments on ships, such as living quarters, store- 
rooms, pantries, galleys, forepeak and poop spaces, forecastles, etc., 

A PORTABLE GENERATOR FOR FUMIGATING SMALL COMFWRTWENTS MTH CYANIDE GAS. 

DESIGNED BY C. M. FAUNTLEROY SURGEON., US. PKS 
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IS- gal. beer keg. 

6"(0.D.) x IS" Tnal. im/> pipe nipple, sttf.pipe 

threads at ends, /"opening nudurqy between ends. 
. 7"(OD.) x 6"(I. 0.) iron bushing. }■{ 

'. 6'irvn screw cap with 1%" threaded opening af 

bnc side and brass packing g/andi'%dia. mceit&p. 

l£ " iron screw plug for opening in cap. 

I "packing gland(stuffing box) with £ "openiqg 

for valve stem. 

Sheet metal hl/otu cone Si "dia. at base (16 'gouge 

$fd. -metal. 

j|"x 6 " brass or iron pipe. 

i"x Z " close iron pipe nipple. 
, I " mat. iron sleeve soldered 'or melded to /"opening 

in 6" pipe. 

z"x l" iron reducer. 

i x3" iron pipe nipple 

. £ X Z" heavy rubber tubing. 

. I" brass gate valve. 

±"x ZCi" Steel rod with loop handle 

(otfached to ccne). 
■- / "screw plug and bushing. 
. t ""screw plug and bushing, 
-i' rope carry i-rfg slings, 6" long. 
. Z " x 4" metal straps for slings. 
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FIG. 1. 



by a method of fractional generation of hydrocyanic acid gas. The 
gas is produced by the combination of dilute commercial sulphuric 
acid and dry sodium cyanide, in a portable generator, and is dis- 
charged into sealed compartments, from the outside, through the 
keyholes in doors or through other available small: openings, such. as 
windows and ventilators. 



